Checkup 


1 The brake light should light up at a pedal travel 
between 5—15 mm, measured to center of peda! plate, 
this will provide the dimension ‘‘a’’ = 6-8 mm of 
contact button. 
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2 Adjust brake light switch with the two hex nuts 


(3), which are simultaneously serving to attach switch 
(4). 
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